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Note: References are to Volume Number and Page. The page numbers in the 


various issues are as follows: 


Pages 1-76: July 1957 
Pages 77-150: October 1957 


A 
Abstracts, Technical Papers. Q51:323 
Acetylene Cylinders Rupture. Q51:27 
Adiabatic Spontaneous Heating Tester. 
By Joseph P. Little Q51:308 
Advertisers Index. (51:76, 150, 212, 336 
Aerosol Containers. 51:6, 241 
Air Conditioning Equipment. 
Aircraft 
Crash Fire Research on. Q51:81; 123 
Fires Involving. Q51:289, 301 
Alarm Box, Gas Explosions in. 
Alarm Delayed: 
Observers Did Not Call Fire Dept. 
251, 277, 296, 305 
Occupants Fought Fire. 
242, 243, 263, 281, 288 
Phone Wires Burned. Q51:263 
Alarm Systems: 

Central Station, Fires in Properties Pro- 
tected by. Q51:232, 267 
Highway Emergency Systems. 

Aluminum. (51:123-133 
Ansul’s Fire Fighting School. 
Anti-aircraft Installation Fire: 
Nr. Seattle, Wash., June 3, 1957. Q51:295 
Apartment Building Fires, Large Loss: 
Chelsea, Mass., Sept. 28, 1957. Q51:284 
Fairbanks, Alaska, Nov. 23, °57. Q51:280 
Meriden, Conn., Feb. 26, 1957. Q51:280 
Sherbrooke, P. Q., Mar. 13, 1957. Q51:284 
West Peoria, [ll., Jan. 16, 1957. Q51:284 
Apartment Buildings, Gas Explosions 
and Fires in. Q51:160 
Apparatus, Highway Fire. 
Architect and Fire, The. 
Thornton. Q51:103 
Architects’ Responsibility for Fire Safety 
in Building and Design. 51:29 
Areas of Ignorance in Building Design. 
By Horatio Bond. Q51:29 
Armory Fire, Large Loss: 
Nashua, N. H., Feb. 3, 1957. 
Arson. See Incendiary 
Ashes, Fires Caused by. ()51:149, 260 
Asphalt, Built-up Roof, Fire on. Q51:241 
Asphalt Coated Metal, Fire Spread on. 
Q51:26, 298, 300 
Asphalt, Friction Spark with. 
Atomic Bomb, Fire Defense. 
Atomic Energy Commission. 
117, 137-142 
Attics and Roof Spaces, Undivided. 
MA, 262, 263, 276, 277, 278, 282 
Auditorium Fire, Large Loss: 
Roanoke, Va., Nov. 3, 1957. 


See Ducts 


Q51:169 
Q51L: 


Q51:239, 241, 


Q51:63 


Q51:118 


(51:63 
By John C 


Q51:307 


Q51:123 
Q51:134 
Q5L:112 


Q51: 


(51 :307 


Pages 151-212: January 1958 
Pages 213-336: April 1958 


Australian Fire Research. Q51:323, 326 
Automatic Fire Detection. See Detection 
Automatic Sprinklers. See Sprinklers 
Aviation Gasoline Q51:90 


B 
Babcock, Chester I. Q51:35 
Bagot, Michael H. Q51:206 
Basement, No Access for Fire Fighting. 
Q51:257, 262 
Battery Manufacturing Plant Fire: 
Spring Valley, Pa., June 15, 1957. Q51:253 
Belgian Research on Fire. 51:324 
Board of Directors Meetings. Q51:16, 
108, 221 
Bogardus, Herbert R. Q51:57 
Bomb Shelters, Hazards of. Q51:136 
Bowling Alley Fires, Large Loss: 
Anderson, Ind., Feb. 13, 1957. Q51:296 
Auburn, Calif., Oct. 3, 1957. Q51:307 
Jenkintown, Pa., Aug. 20, 1957. Q51:296 
Saratoga Springs, N. Y., Jan. 27, 1957. 
Q51:296 
Boys, Fires Set by. Q51:149, 244 
Brannigan, F. L. Q51:69 
Bridges, Vehicular, Protection. 
Brigades, Industrial: 
Satisfactory. Q51:231, 245, 276 
Lack of: Q51:234, 238, 245, 246 
Unsatisfactory Performance. Q51:258 
Bugbee, Percy. Q51:157, 217 
Building Being Demolished Fire: 
New York, N. Y. Oct. 31, 57. Q51:307 
Building Construction, Fire Factors of. 
Q51:29. See also separately listed items 
Building Dimensions, Effect. Q51:30 
Building Exits Code. 51:19, 22, 23, 33, 
36-49, 51, 54 
Building Materials, Combustible, Fire 
Spread by. Q51:19, 27, 29, 37, 39, 42, 
44, 303 
Building Materials, Fire Tests of. 
33, 325 
Buildings. See also Construction 
Buildings, Fire-resistive, Large Fire in. 
Q51:239, 251, 303 
Buildings Under Construction Fires: 
Algoma, Ont., Nov. 27, 1957. Q51:298 
Bloomfield, Mich., June 13, 57. Q51:297 
Philadelphia, Pa., Oct. 31, 1957. Q51:307 
Buildings Under Construction, Gas Ex- 
plosions in. Q51:165, 178, 180 
Built-up Roofing, Ignition of. (51:257 
Burglar Alarm, Shorting of Transmits 
Fire Alarm. 51:258 
Business Machines, Loss of. 


51:67 


Q51: 


Q51:303 
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Cc 

California, Nursing Home Code. Q51:48 
Calcium, Fire Hazards. Q51:137-142 
Camp Fires. See Outdoor Fires 
Casualties. See Exits and Fatalities 
Causes, Number of Fires by. Q51:143 
Ceilings. See Fibreboard; Plywood; Walls 

and Ceilings 
Chemical Plant Fires, Large Loss: 

Barberton, Ohio, Nov. 16, 1957. Q51:231 

Chicago, Ill., July 5, 1957. Q51:231 

Elkton, Md., Dec. 13, 1957. Q51:253 

Kobuta, Pa., Sept. 12, 1957. Q51:231 

Linden, N. J., March 20, 1957. Q51:253 

Nitro, W. Va., April 16, 1957. Q51:230 

Vancouver, B. C., Sept. 4, 1957. Q51:253 
Chimneys, Flues Defective. Q51:149, 27 
Christmas Tree Fires. 51:37 
Church Fire Experience. Q51:29 
Church Fires, Large Loss: 

Emporia, Kan., Sept. 14, 1957. 

Hornell, N. Y., July 16, 1957. 

Kingston, Pa., Feb. 5, 1957. Q51:288 

Lincoln, Neb., Jan. 10, 1957. Q51:288 

Lititz, Pa., July 2, 1957. Q51:288 

Montreal, P. Q., Jan. 14, 1957. Q51:286 

Mt. Clemens, Mich., Sept. 12, 1957. Q51: 

288 

Pawtucket, R. I., Nov. 7, 1957. Q51:288 

Pen Yan, N. Y., Apr. 17, 1957. Q51:288 

Rochester, N. Y., Nov. 6, 1957. Q51:288 

Shelton, Conn., Dec. 28, 1957. Q51:288 

Syracuse, N. Y., Jan. 15, 1957. Q51:286 

Tuskegee, Ala., Jan. 23, 1957. Q51:288 

Westmount, P. Q., Dec. 12, 1957. Q51:288 

Yamachichi, P. Q., July 11, 1957. Q51:288 
Churches, Gas Explosions in. Q51:162 
Cigarettes. See Smoking and Matches 
City Halls, Gas Explosions in. Q51:165 
Civil Defense. Q51:135, 156 
Civil Recourse in Fire Losses. Q51:206 
College Fire, Large Loss: 

Manhattan, Kan., Aug. 25, 1957. Q51:276 
Colleges, Gas Explosions. Q51:187 
Combustibles, Fire Load Factor. Q51:29 
Combustibles Near Heaters. Q51:149 
Compressor Stations, Gas Explosions and 

Firesin. Q51:185, 186, 194 
Concealed Spaces. See Wall and Ceiling 
Concealed Spaces 
Concrete Friction Spark with. Q51:123 
Concrete Mixing Plant Fire, Large Loss: 

Massena, N. Y., Oct. 28, 1957. Q51:253 
Conflagrations 

Augusta, Ga., Mar. 22, 1916. Q51:217 

Nashville, Tenn., Mar. 22, 1916. Q51:217 

Paris, Texas, Mar. 21, 1916. Q51:217 
Conflagration Warning. Q51:217 
Conflagrations vs. Fire Storms. Q51:135 
Constructing Dwellings for Life Safety. 

By Richard E. Stevens. Q51:17 
Construction, Combustible, Factor in 
Exposure Fires. Q51:235, 237, 262, 
263, 271, 280, 283 
Construction, Combustible, Radiation 
Ignition Hazards. Q51:324 
Construction Defects. See separate items 


Q51:288 
Q51:288 
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Construction. See also Buildings 
Cooking. See Heating and Cooking 
Core Oil, Heating of. Q51:312 
Country Club Fire, Large Loss: 
Overland, Mo., Dec. 12, 1957. 
Court Decisions, Fire Losses. 
Courthouse Fire, Large Loss: 
Salyersville, Ky. Feb. 22,1957. Q51:307 
Crash Fire, Aircraft Inerting. Q51:92 
Crash Fires, Aircraft, Large Loss. Q51:289 
Curtains, Not Flameproofed. Q51:38, 42 
Cutting Torches. See Torches 
D 
Degreasing Tanks, Fires in. Q51:234 
Delayed Alarms. See Alarms, Delayed 
Delayed Detection. See Detection Delayed 
Detection, Delayed, Factor in Fire Expe- 
rience. Q51:44, 233, 234, 237, 239, 247, 
250, 258, 260, 263, 269, 270, 271, 273, 276, 
278, 286, 287, 288, 296, 301, 305 
Detection System, Complete at Fires. 
Q51:229, 232, 266 
Detection Systems. 
Homes, Use in. Q51:24 
Nursing Homes, Use in. Q51: 42-46; 53 
Disaster Planning. Q51:112, 230 
Doors, in Dwellings. Q51:20 
Doors, Fire: See also Openings 
Design of. Q51:106 
Effective: Q51:258, 271 
Substandard, Failed. Q51:301 
Doors, Windows, Blocked, Handicapping 
Fire Fighting. Q51:207-210, 268, 271, 
273 
Doors, Opening Inward, Hazard. Q51:207 
Dormitory Fires, Large Loss: 
Jolliette, P. Q., Apr. 25, 1957. 
Painesville, O. April 13, 1957. 
Dormitories, Gas Explosions. 
Dorwart, Reinhold A. Q51:195 
Dry Cleaning. See Laundries 
Dry Chemical, Fire Fighting. Q51:118 
Ducts, Heating and Ventilating, Fire 
Spread by. Q51:241, 276, 281 
Dust: 
Fire Spread on Structural Members. 
Q51:238, 241, 242, 247, 250, 251 
Dutch Research on Fire. Q51:324 
Dwellings: See also Homes 
Construction of. Q51:17, 106 
Fire Inspection of. Q51:158 
Fire Tests On. Q51:325 
Fires In. Q51:17 
Gas Explosions and Fires In. 
Large Loss Fires: 
Laurel Hollow, N. Y., Mar. 6, 1957. 
Q51:284 
Victoria, B. C., Apr. 15, 1957. Q51:284 
E 


Q51:298 
Q51:206 


Q51:281 
Q51:284 
Q51:180 


Q51:160 


Editorials: 

Aerosol Container Safety. 

Charles L. Smith. Q51:155 
Civil Defense. a 
Future Is A Challenge. Q51:155 
Japanese and Domestic Plywood. 
Life Saving Crusade. Q51:5 
Those Wood Shingles Again! 


Q51:6 


Q51:5 


Q51:6 
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Eisenbud, Merril. Q51:112 

Electric Generating Plant Fires: 
Stamps, Ark., Oct. 11, 1957. Q51:231 
Fitchburg, Mass., Sept. 14, 1957. Q51:253 


nr. Tulsa, Okla; May 24, 1957. Q51:253 
nr. Tulsa, Okla., May 29, 1957. Q51:253 
Electrical Fires: 
Attachment Plugs, Unapproved. Q51:2 
Appliances, Fires Caused by. Q51: 149, 
243, 276, 303 
Motors, Fires Caused by. Q51:250 


Switches, Fires Caused by. Q51:238, 242 
Wiring, Fires Caused by. Q51:149, 237, 


260, 263, 276, 297 
Electrical Lamps. See Light Bulbs 
Elevator Shafts. See Openings 
Elevators, Used During Fires. 
Emergency Plans. Q51:114, 230 
Escapes, Fire, Outside, Poor. Q51:249 
Escapes, Fire, Outside, Lack of. Q51:208 
Escapes, Fire, Outside Used in Evacuat- 

ing. Q51:45, 282, 283 
Evacuation, Effective. Q51:258, 278, 282 
Excavation, Damage to Gas Mains by. 

Q51:169, 172-175, 177 
Exits: See also Escapes, Fire, Outside 

Dwelling. Q51:19 

Inadequate, Cause of Casualties. 
39, 206-210, 249 

Inadequate, Threat to Life Safety. 

282 
Explosives, Use of. Q51:239, 323 
Explosions: See also Gas Explosions 

Acetylene Gas. Q51:27 

Aerosol Cans. 51:6, 241 

Dust. Q51:231 

Fatal. See Fatalities 

Fire Gases. Q51:259, 277, 297 

Flammable Liquids. Q51:230, 239, 247, 

267 

Hydrogen Peroxide. Q51:231 

Metal Powders, Pyrophoric. Q5 

Oil Filled Electrical Switch. O51: 

Oxygen Cylinders. Q51:301 

Phenol-formaldehyde. Q51:243 

Unexplained. Q51:303 
Exposure Fires. See Construction; Roofs; 

Sprinklers, Exposure; Walls; Windows 
Exposures, Fires Caused by. Q51:149 
Extinguishers: 

Home. Q51:24 

Instruction in Use of. Q51:118—122 

Insufficient Capacity or Number at Fire. 

Q51:231, 252 
Wrong Kind Used. 


Q51:303 


Q51:19, 
Q31: 


== 


Q51:260 
F 


Factory Mutual Laboratories: 
Palletized Storage Fire Tests. 
Spontaneous Heating Tester. 

Farms, Gas Explosions in. 

Fatalities: 

Explosions, cause of. 


Q51:7 
Q51:308 
Q51:175, 177 


Q51:112, 161, 162, 


164, 166-169, 171-174, 177-181, 184-189, 
212, 230, 233, 243, 
300, 303, 305, 306 


245, 247, ‘261, 296, 
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Firemen. Q51:168, 169, 263, 270 
Trapped by Fire. Q51:18, 37, 39, 42, 44, 
46-48, 206-210, 248, 249, 260, 280, 281, 
300 
Fencing, Handicap. Q51:302 
Fertilizer Plant Fires, Large Loss: 
Avon, Pa., June 23, 1957. Q51:253 
S. Norfolk, Va., Apr. 3, 1957. Q51:253 
Fibreboard, Combustible, Fire Spread by. 
Q51: 319, 27, 37, 42, 44, 236, 250, 263, 264, 
271, 277, 282, 297 
Fibres, Burning Hazard of. Q51:326 
Finish, Interior, Cause of Fatalities. 
Q51:19, 37, 39, 44, 260, 281 
Fire Apparatus. See Apparatus 
Fire Boat, Effective. Q51:246 
Fire, Chemistry of. Q51:324 
Fire Department. See Protection, Public 
Fire Detection System. See Detection 
Fire Doors. See Doors 
Fire Escapes. See Escapes, Fire 
Fire Extinguishers. See Extinguishers 
Fire Fighting Handicaps. See Basements, 
Doors, Fencing, Partitions, Scaffolding, 
Smoke, Toric Fumes, Water Supplies, 
Weather, Wind Conditions 
Fire Gases, Behavior in Fires. 
See also Explosions, Fire Gases 
Fire Load, Influence on Fire. 
Fire Protection Developments in 
By Percy Bugbee. Q51:157 
Fire Pumps. See Pumps 
Fire Record of Cities, 1957. Q51:315 
Fire Station Fires. Q51:184, 237, 
Fire Storms. Q51:135, 323 
Fire Tests. See Tests, Fire 
Fire Walls. See Walls 
Fires Classified, 1956. Q51:143 
Fires, Large Loss 1957 Summary. Q51:224 
Firestopping. See Wall and Ceiling Con- 
cealed Space, Nonfirestopped 
Flameproofing of Curtains, Fires Showing 


Q51:325 


Q51:29 
1957. 


Need for. 51:38, 42 
Flammable Liquids: 
Containers. Q51:234, 236, 239, 241 


Fires Caused by or Involving. Q51:230, 
235, 237, 241, 245, 248, 261, 281, 299, 300, 
302, 306 

Friction Spark Ignition. Q51:123 

Ignition of Aviation Fuels. Q51:89 

Storage, Improper. Q51:245, 246, 248 

Tanks, Vehicle, Involved. Q51:237 

Floors and Walls, Oil-soaked. Q51:236, 
237, 238, 273, 305 

Foam Used. Q51:246, 247, 306 

Foam Rubber Products. (51:109, 250 


Food Products. (Animal Feed) Plant 

Fires, Large Loss: 

nr. Madera, Calif., June 26, 1957. Q51:253 

Modesto, Calif., June = 1957. Q51:232 

Pulaski, Tenn., Dec. 5, 1957. Q51:253 

Ste. Madelaine, Fr. O., os 19, 1957. Q5l: 
231 

Voorheesville, N. Y., Mar. 17, 1957. Q5l: 
253 
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Food Products (Bakeries), Gas Explosions 
and Fires in. Q51:160 

Edmonton, Alta., Feb. 19, 1957. Q51:253 

Food Products (Canneries) Plant Fires: 
Anacortes, Wash., Nov. 23, 1957. Q51:253 
Oroville, Calif., July 10, 1957. Q51:253 

Food Products (Cereal Mills) Fire: 
Oakland, Calif., Sept. 16, 1957. Q51:253 

Food Products (Flour Mills) Plant Fires: 
Bay City, Mich., Oct. 1, 1957. Q51:253 
Charles Town, W. Va., May 17, 1957. 

Q51:253 

Food Products (Fruit Packing) Fire: 
Summerland, B. C., Mar. 9, 1957. Q51:232 

Forest Fires, Large Loss: 

Anvik River, Alas., June 23, °57. 

Beetles, Alaska, June 23, 1957. Q51:307 

Bonasila, Alaska, June 23, 1957. Q51:307 

Gale, Calif., Nov. 29, 1957. Q51:300 

Halfway Roadhouse, Alaska, June 8, 1957. 
Q51:307 

Holikechuk, Alas., June 11, °57. Q51:300 

Kateel River, Alaska., June 10-Aug. 28, 
1957. Q51:300 

nr. Montreal, P. Q., Aug. 21, 1957. Q51: 
307 


Q51:300 


Morris, Calif., Sept. 9, 1957. Q51:307 
Plymouth Cty., Mass., May 6, 1957. 
Q51:298 
Porterville, Calif., June 1, 1957. Q51:300 
Rocket, Alaska. Aug. 1, 1957. Q51:307 
Rolling Creek No. 1, Alaska. July 6, 1957. 
Q51:300 
Shageluke, Alaska. July 1, 1957. 
Sleetmute, Alaska. June 7, 1957. Q51:307 
Titna, Alaska. June 23, 1957. Q51:307 
French Research on Fire. Q51:325 
Friction Spark Ignition of Crash Fires. 
By John A. Campbell. Q51:123 
Friction Heat, Fires Caused by. Q51:242 
Fruit Packing Plants. See Food Products 


Q51:300 


Fur Vaults, Damage in Fires. Q51:258 
Furnace Room, Not Cut Off. Q51:46 


G 

Garage Fires, Large Loss: 
Bethel, Conn., Jan. 24, 1957. Q51:307 
Lewes, Del., Feb. 1, 1957. Q51:307 
Midland, Mich., Jan. 16, 1957. Q51:307 
Omaha, Nebr., June 8, 1957. Q51:300 
Tillsonburg, Ont., Dec. 18, 1957. Q51:307 
Vancouver, B. C., June 13, 1957. Q51:307 

Garages, Gas Explosions in. Q51:168, 

175, 180, 184 

Gas Compressor Station Fire, Large Loss: 
nr. Liberal, Kans., Jan. 16, 1957. Q51:300 

Gas Explosions: 
Appliances, Caused by. 
Boiler. Q51:231 
Compressor Stations. Q51:185, 186, 300 

LP-Gas. Q51:233, 245, 260, 261 

Piping, Leaks Cause of. Q51:161—180, 233, 
261, 270 

Unexplained Explosions. Q51:187-189 

Utility Gas Plants. Q51:186, 187 

Villa Rica, Ga. Q51:154 


Q51:149, 180-185 
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Gas Fires: 
Appliances, Caused by. 
Piping, Leaks Cause of. 
Utility Gas Plants. 

Gas, Leaks During Fire. 

Gas, LP. 


Q51:149, 193, 194 
Q51:189-193 
Q51:194 

Q51:237, 303 
Q51:233, 245, 260, 261 

Gas Manufacturing Plant Fire: 


Plymouth, Pa., Oct. 8, 1957. Q51:253 
Gas Well Fire, Large Loss:, 

Terrell Cty., Tex., July 27, 1957. Q51:307 
Gas Works, Explosion in. Q51:186 
Gasoline, Aviation. Q51:90, 123 
Georgia Code on Nursing Homes. 
German Fire Protection. Q51:195 
Glass Windows. See Windows 
Glass Works Fire, Large Loss: 

Elizabeth, N. J., July 7, 1957. 

Gas City, Ind., Jan. 19, 1957. 

Portland, Ore., May 29, 1957. 

Scarborough, Ont., Dec. 5, 1957. 
Grease. See Walls, Grease Coated 
Greenhouse Fire, Large Loss: 

Toledo, Ohio. Sept. 30, 1957. 


Q51:49 


Q51:253 
Q51:253 
Q51:253 
Q51:233 


Q51:307 
H 


Hafnium, Fire Hazards of. 

Hangar Fires, Large Loss: 
McChord AFB, Jan. 15, 57. Q51:300 
Neebing, Ont., Nov. 29, 1957. Q51:307 

Heating and Cooking Equipment, Fires 


Q51:137-142 


Caused by. Q51:181-185, 149, 193, 
235, 237, 278, 281 

Heating Ducts. See Ducts 

Highways, Fire Protection for. Q51:57 


Home Inspection Program. Q51:5, 22 
Home Safety. Q51:106. See Dwellings 
Homes for the Aged. See Nursing Homes 
Hose, Broken by Automobiles. 51:276 
Hose, Standpipe. See Slandpipes 

Hotel Fires, Large Loss: 


Asbury Park, N. J., Feb. 28, 1957. Q51: 
284 

Atlantic City, N. J., March 1, 1957. Q5l: 
284 

Montreal, P. Q., Dec. 10, 1957. Q51:284 

Portsmouth, Va., Aug. 9, 1957. Q51:282 

St. Joseph, Mo., Mar. 3, 1957. Q51:284 

Simcoe, Ont., Feb. 19, 1957. Q51:284 


Sorel, P. Q., Jan. 29, 1957. 
Elko, Nev., Mar. 22, 1957. 
Hotels, Gas Explosions in. 


Q51:284 
O51:281 
Q51:172, 191 


Hydrants, Defective, Frozen. Q51:236, 
298. See also Waler Supplies 
Hydrogen Peroxide Fire. Q51:231 
I 
Incendiary Fires. Q51:149, 236, 267, 283 
Incinerators, Faulty. Q51:277 


Industrial Fires, Large, 1957. Q51:227 
Industrial Gas Explosions. Q51:160 
Industrial Trucks. See Trucks, Industrial 
Inerting Systems, Aircraft. Q51:92 
Institutional Properties. See Hospitals, 
Nursing Homes - 
Insurance Rate, Shingle Roofs. 
Interior Finish, Combustible. 


board, Paperboard and Plywood 


Q51:217 
See Fibre- 
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J 
Jaguar Factory Fire, The. Q51:25 
Japanese Research on Fire. 51:234-326 
Jet Aircraft Fire Research. Q51:81 
JP-fuel, Ignition of. Q51:89, 123 


K 
Kerosene, Ignition of. Q51:90, 123 


L 


Lamps. See Light Bulbs 
Latex, Factor in Fire. Q51:250 
Laundry and Dry Cleaning Plant Fires: 


Edmonton, Alta., Dec. 23, 1957. Q51:302 
Nogales, Ariz., July 20, 1957. Q51:307 
Laws, Fire. Q51:206 
Laws, Fire in Prussia, 1600’s.  Q51:195 


Laws, Wood Shingle Roofs. Q51:217 

Leather Working Plant Fires, Large Loss: 
Berwick, Me., May 8, 1957. Q51:253 
Georgetown, Ohio, Sept. 7, 1957. Q51:253 

Lessons from a Pyrophoricity Incident. 

By Merril Eisenbud. Q51:112 
Lexington, Ky., Code. Q51:49 
Liability, in Fire Losses. Q51:210 


Light Bulbs, Fires Caused by. Q51:37, 
27: 

Lighting. See Electrical 

Lightning, Fires Caused by. Q51:149, 


288, 297, 300, 301 
Lightning Rods, Not Bonded. Q51:297 
Linseed Oil, Heating of. Q51:312 
Liquefied Petroleum Gas. See Gas 
Little, Joseph P. Q51:308 
Los Angeles City Ordinance. Q51:208 
Losses, Fire, in U. S., 1956. Q51:143 
Louisiana, Code for Nursing Homes. 
Q51:49 
Lumber Yard Fires, Large Loss: 
Detroit, Mich., May 7, 1957. Q51:307 
Everett, Mass., Sept. 5, 1957. Q51:307 


Kennydale, Wash., Sept. 22, 1957. Q51: 
252 

Lima, Ohio, June 22, 1957. Q51:307 

Massapequa, N. Y., Jan. 28, 1957. Q51: 
302, 307 

Rotterdam, N. Y., Aug. 3, 1957. Q51:301 

Toronto, Ont., Nov. 30, 1957. Q51:307 


Waterbury, Conn., Aug. 9, 1957. Q51:307 


M 


Mackey Tester. 51:308 


Magnesium. Q51:123-133, 137-142, 296 
Manufacturing Plants. See Industrial 


Matches. See Smoking 
Metals, Pyrophoric. 51 :137, 323 
Metalworking (Aircraft Assembly) Fire: 


Nr. Bethany, Okla., Aug. 25, 1957. Q51: 
233 
Metalworking (Aluminum Extrusion) 
Fire: . 
McCook, Ill., April 12,1957. Q51:253 


Metalworking (Aluminum Fabricating) 


Fire: 
Nr. San Jose, Calif., July 29, 1957. Q51: 


253 
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Metalworking (Automobile Assembly), 
Fire. Q51:25 
Metalworking (Electrical Appliances, 
Equipment) Fires, Large Loss: 
Chicago, Ill., Apr. 14, 1957. Q51:253 
Greenville, Ohio, Dec. 4, 1957. Q51:235 
Keansburg, N.J., Dec. 2, 1957. Q51:234 
Los Angeles, Calif., Nov. 15, 1957. Q51: 
234 
Portland, Ore., July 18, 1957. 
Saratoga Springs, N. Y., Dec. 2, 
Q51:253 
Metalworking (Engine Rebuilding) Fire: 
Nr. Yukon, Okla., July 17, 1957. Q51:253 
Metalworking (Foundries) Fires: 
Henderson, Nev., Jan. 30, 1957. 


Q51:253 
1957. 


Q51:254 


Lincolnwood, Ill., July 18, 1957. Q51:254 
Northville, Mich., Aug. 6, 1957. Q51:235 
Nr. Rockwood, Tenn., Dec. 17, 1957. 


Q51:254 
Metalworking (Machine Shop) Fire: 
Mt. Pleasant, Wis., Apr. 28, 1957. 
236 
Metalworking (Steel Fabrication) Fires: 
Baraga, Mich., Dec. 29, 1957. Q51:237 
Blue Point, N. Y., Jan. 9, 1957. Q51:236 
Cleveland, Ohio, Jan. 16, 1957. Q51:237 
Columbus, Ohio, June 14, 1957. Q51:254 
DeKalb, Ill., Feb. 10, 1957. Q51:254 
Ionia, Mich., June 25, 1957. Q51:254 
Maywood, Ill., Mar. 13, 1957. Q51:254 
New York, N. Y., May 2, 57. Q5i:254 
Sacramento, Calif., Mar. 15, 1957. Q51: 
254 
Tawas City, Mich., Jan. 23,1957. Q51:237 
Toronto, Ont., Mar. 6, 1957. Q51:254 
Winamac, Ind., Apr. 3, 1957. Q51:237 
Metalworking (Steel Forging) Fire: 
Nr. Colorado Springs, Colo., Aug. 27, 1957. 
Q51:254 
Metalworking (Zinc, Lead, Silver Refin- 
ing) Fire, Large Loss: 
Mullan, Idaho, May 21, 1957. 
Methyl Parathion, Fires in. 
Mining Fires, Large Loss: 
Coal Mtn., W. Va., June 18,1957. Q51:238 
Keystone, S. D., Jan. 15,1957. Q51:254 


Q51: 


Q51:238 
Q51:230 


McCommas, W. Va., Nov. 4, 1957. Q5l1: 
239 
Wyco, W. Va., Sept. 22, 1957. Q51:254 


Motels, Gas Explosions in. Q51:185, 192 
Motion Picture Studio Fire, Large Loss: 
Los Angeles County, Calif., Sept. 25, 1957. 


Q51:307 
Motors, Electrical. See Electrical Fires 
Multiple Occupancy Manufacturing 
Fires: 


Dallas, Texas, Sept. 28, 1957. Q51:254 
Gloucester, Mass., Aug. 31, 1957. Q51:254 
Multiple Occupancy Mercantile Fires. 
See Stores, Multiple Occupancy 
Mutual Aid. See Protection, Public, Fire 


N 
Naulty, Howard W. Q51:50 
NFPA, Activity, 1957. Q51:158 


NFPA Board. See Board of Directors 
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New York City Fire Department, Re- 
search on Fire. Q51:325 


Nickerson, M. H. Q51:7 

Nuclear Bomb Fire Defense. Q51:134 
Nuclear Plants, Fire Safety at. Q51:112 
Nursing Homes, Fire Safety. Q51:35, 50 


oO 
Occupancies, Estimates of 1956 Fire Ex- 
perience by. Q51:143 
Occupants Fought Fire. 
layed 
Office Buildings and Banks, Gas Explo- 
sions in. (Q51:162, 168, 173 
Office Buildings and Banks, Fires in: 
Chicago, Ill., Mar. 21, 1957. Q51:303 
Coeur d’Alene, Idaho, Sept. 9, 1957. 
307 
Farmville, Va., Oct. 22, 1957. Q51:307 
Kansas City, Mo., Nov. 23, 1957. Q51:303 
Lorain, Ohio, June 20, 1957. Q51:303 
Pittsburgh, Pa., Feb. 13, 1957. Q51:307 


See Alarm De- 


Q51: 


San Francisco, Calif., Jan. 9, 1957. Q51: 
307 
Toronto, Ont., Oct. 3, 1957. Q51:307 
Oil Burners. See Heating and Cooking 
Oil Wells, Gas Explosions in. Q51:160 
Oil-soaked Floors, Walls. See Floors 
Open Lights, Flames, Sparks, Fires 
Caused by. Q51:149 


Openings, Horizontal, Vertical, Unpro- 
tected: Q51:36-41, 46, 236, 238, 239, 
242, 243, 248, 251, 260, 262, 268, 271, 
273, 276, 277, 280-284, 300, 303, 305 

Openings. See also Doors, Fire 

Ordinances, Compliance with. Q51:208 

Outdoor Fire, Spread Beyond Control. 


Q51:300 


Outdoor Storage, Fires Involving. Q51: 
252, 253, 301, 307 
Oxygen Cylinders, Explosion. Q51:301 


P 
Paint and Varnish Plant Fires: 
Chicago, Ill., March 13, 1957. 
Chicago, Ill., May 24, 1957. 
Cleveland, Ohio, Feb. 25, 1957. 
Norristown, Pa., Aug. 8, 1957. 
Paint in Cans, Fires Involving. 
239, 241, 248 
Paint Spraying, Fires Originating in 
Booths. Q51:237, 248 
Palletized Storage Fire Problems. By 
M. H. Nickerson. Q51:7 
Panic, During Fire. Q51:37, 107 
Paper Mill Fire, Large Loss: 


Q51:254 
Q51:239 
Q51:239 
Q51:241 
Q51:234, 


Corner Brook, Nfld., Apr. 20, 1957. Q51: 
241 
Paper and Paper Products Fires: 
Q51:254 


Millwood, Wash., Sept. 8, 1957. 
Pasadena, Texas, Feb. 22, 1957. 
Paper Working Fires, Large Loss: 
Houston, Texas, Jan. 10, 1957. Q51:241 
Lockland, Ohio, Aug. 4, 1957. Q51:242 
Orangeburg, N. Y., Sept. 14, 1957. Q51: 
243 
Rockland, Del., July 16, 1957. 


051:254 


Q51:242 
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Paperboard, Combustible. Q51:18 

Paper Warehouses. See Warehouses 

Partitions, Fire Fighting Handicap. 
Q51:303 

Pesman, Gerard J. Q51:81 

Phenol-Formaldehyde, Fires Involving. 

Q51:243 
Pier Fires, Large Loss: 


Boston, Mass., July 26, 1957. Q51:305 
Jersey City, N. J., June 29, 1957. Q51:307 


New York (Coney Island), N. Y., Apr. 23, 
1957. Q51:307 
Pinkel, I. Irving. Q51:81 
Pipes, Thawing, Fires Caused by. 
149, 286 
Pitch, Fires Spread by. 
Place for Old Folks to Live. 
Plastics, Fabricating, Fires: 
Auburn Twp., O., Apr. 15, 1957. Q5 
Glenbrook, Conn., Sept. 25, 1957. 
Little Rock, Ark., Mar. 16, 1957. 
Plastics Manufacturing Plant Fire: 
Pittsfield, Mass., Apr. 24, 1957. Q51:243 
Plastics, Use as Building Material. 
Q51:19, 31 
Plutonium, Fire Hazards of. Q51:137 
Plywood, Fire Spread Influenced by. 
Q51:5, 22, 234, 244, 260, 281, 305 
Potassium, Fire Hazards of. Q51:137-142 
Powder, Metal Pyrophoric. Q51:139 
Preston, G. Merritt. Q51:81 
Printing Plant Fires, Large Loss: 


Q51: 


Q51 :243 
Q51:35 


Baltimore, Md., July 9, 1957. Q51:244 
Huntsville, Ala., Aug. 26, 1957. Q51:254 


Kokomo, Ind., Sept. 25, 1957. Q51:244 
Problem of Caring for the Aged. By 
Howard W. Naulty. Q51:50 
Protection, Public, Fire: 
Consolidation for Atomic Bomb Defense. 
Q51:136 


Manpower, Problems of. Q51:157 
None Available at Fires. Q51:238, 239, 269 


Outside Aid Needed at Fires. Q51:230, 
236, 237, 245, 246, 251, 259, 262, 278, 296, 
301 
Weak at Fires. Q51:234, 250, 251, 296 
Prussian Fire Protection 300 Years Ago. 
By Reinhold A. Dorwart. Q51:195 
Public Relations, During Fires. Q51-115 
Pumps, Fire: 
Failure During Fire. 
260 
Satisfactory Performance. Q51:298 
Pyrophoric Metals — A Technical Mys- 
tery. By Richard B. Smith. Q51:137 


R 
Radar Equipment Destroyed. 51:295 
Radiation, Heat, Tests of. 51:324, 326 
Radioactive Metals. 51:137 
Railroad Freight Car, Fire Originated in. 
Q51 :268 
Records, Lost in Fire. 51:237, 260, 287 
Refinery, Animal Oil, Fire, Large Loss: 
Nr. Linkwood, Md., Mar. 15, 1957. 
Q51:254 


Q51:232, 246, 247, 
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Refineries, Petroleum, Fires, Large Loss: 
Baton Rouge, La., May 6, 1957. Q51:254 
Nr. El Dorado, Ark., Apr. 9, 1957. Q51:245 
Meraux, La., Dec. 4,1957. Q51:245 
Montreal East, P. Q., Jan. 8, 1957. 

245 
Whiting, Ind., Jan. 29,1957. Q51:245 
Refineries, Vegetable Oil Fire, Large Loss: 
Los Angeles County, Calif., Nov. 1, 1957. 

Q57 :254 

Research, Fire. Q51:323 

Rescues Accomplished by Fire Depart- 
ment Ladders. 51 :280, 282, 284, 303 

Residential Properties. See Apartments, 
Dwellings, Dormitories, Hotels, ete. 

Restaurants, Gas Explosions in. Q51:173, 
178, 185. See also Stores, Restaurants 

Reviews, Technical Papers. Q51:323 

Rockets, Fires Started by. Q51:307 

Roof Coverings, Asphalt or Tar, Fire 

Spread by. Q51:241, 244 

Roof Decks, Asphalt Coated Metal. 

Q51:26, 300 

Roof Spaces. See Altics and Roof Spaces 

Roof Venting for Fire Safety. Q51:30 

Roofs, Ignition by Sparks. 51:6, 20, 217 

Roundhouse Fires, Large Loss: 

Forest View, Ill., Nov. 24, 1957. Q51:305 
Selkirk, N. Y., Jan. 5, 1957. Q51:304 

Rubber Cement, Fires in. Q51:251 

Rubber, Foam. Q51:109. See also Later 

Rubber Reclaiming Fires, Large Loss: 
Butler, N. J., Feb. 26, 1957. Q51:247 
Toronto, Ont., Feb. 10, 1957. Q51:246 

Rubber, Spontaneous [Ignition in Drier. 

Q51:247 
Rubber Tire Storage, Fires in. 


247, 251, 271 
Rubbish, Trash Fires. 51:149, 249, 260 


Q51: 


Q51:26, 


Ss 
Salvage, Damage Prevented by. Q51:303 
Scaffolding, Fire Fighting Handicap. 
Q51:297 
School Fires, Large Loss: See also Colleges 
Albany, Ga., Sept. 27, 1957. Q51:278 
Bluefield, Va., Dec. 30, 1957. Q51:278 
Ceredo, W. Va., Feb. 14, 1957. Q51:278 
East Williston, N. Y., Mar. 21, 1957. 
Q51:276 
Lyons, Ind., June 16, 1957. Q51:278 
Metuchen, N. J., Sept. 26, 1957. Q51:277 
Ottumwa, Ia., Oct. 8, 1957. Q51:278 
Palmyra, N. J., Dec. 9, 1957. Q51:278 
Riverside, N. J., Jan. 8, 1957. Q51:278 


Roan Mountain, Tenn., Dec. 16, 1957. 
Q51:278 

Savanna, Ill., Apr. 26, 1957. Q51:278 

South Deerfield, Mass., Feb. 1, 1957. 
Q51:278 

Southern Pines, N. C., Jan. 20, 1957. Q51: 


278 
Stillwater, Minn., Dec. 23, 1957. Q51:27 
Wayne, Pa., July 28, 1957. Q51:278 
York Twp., Ont., Nov. 26, 1957. Q51:278 


Schools, Gas Explosions and Fires in. 
Q51:167, 180, 184, 188 
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Service Station, Gas Explosion. Q51:167 
Sewers, Gas Explosions in. Q51:164, 171 
Shafts. See Openings 
Shelters, Bomb. See Bomb Shelters 
Shingles. See Wood Shingles 
Ship and Barge Fires, Large Loss: 
Nr. Leeville, La., Dec. 10, 1957. Q51:307 
Nr. New Castle, Del., Mar. 7, 1957. Q51: 
305 


Tacoma, Wash., Sept. 17, 1957. Q51:306 


Woodsfield, O., Nov. 24, °57. Q51:306 
Shipyard Fires, Large Loss: 
Alameda, Calif., Jan. 29, 1957. Q51:247 


Alameda, Calif., May 4, 1957. Q51:254 
Madisonville, La., Nov. 9, 1957. Q51:254 

Smith, Norman Strother. Q51:25 

Smith, Richard B. Q51:137 

Smoke, Fire Fighting Handicap. 
257, 263, 271, 277 

Smoke, Not Reported, Alarm Delayed. 
Q51:296 

Smoking, Matches, Fires Caused by. 
Q51:25, 149, 244, 252, 270 

Smoking in Nursing Homes. (51:54 

Sodium, Fire Hazards of. Q51:137-142 

Solvents. See Flammable Liquids 

Soy Meal, Ignition of. Q51:231 

Sparks, Friction, Ignition Potential of in 
Aircraft Accidents. Q51:123 

Sparks, Roof Ignition by. Q51:149, 211, 
304 

Sparks, Static. Q51:239 

Spontaneous Heating Tester. Q51:308 

Spontaneous Ignition, Fires Caused by. 
Q51:149, 231, 247 


Q51: 


Sprinklers: 
Automatic, General. Q51:31, 53, 61 
Deluge, _ Unsatisfactory Performance. 


Q51 :237, 241, 243 

Explosion Wrecked System. Q51:230, 233, 
244 

Exposure Protection, Inside. 

Exposure Protection, Outside. 
300 

Fire Dept. Not 
Q51:243 


Q51:190, 253 
Q51:244, 


Connection Available. 


Fire Dept. Connections Not Used. Q51: 
250 

Fire Dept. Connection Used. Q51:248, 267 

Home, Use in. Q51:24 


Nursing Homes, Use in. 51:41, 42, 53 

Partial, Effective. Q51:248, 267 

Partial, Ineffective. Q51:267, 281 

Protection of Palletized Storage. Q51:7 

Satisfactory Performance. Q51:179, 300 

Unsatisfactory Performance. Q51:231, 237, 
241, 244, 247, 248, 267, 269 

Uranium Scrap. Q51:69 

Valve Closed. Q51:236, 243, 247, 272, 273, 


298 
Vehicular Tunnel. 51:66 
Stairways. See Openings 
Standards, NFPA. Q51:158 


Standpipe and Hose, Unsatisfactory Per- 
formance. 51:241, 247, 258, 284, 298 

Steam Smothering Systems, Fires in 
Equipment Protected by. 051:247 
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Steel, Friction Spark Hazard of. Q51:123 
Stevens, Richard E. Q51:17 
Stone Working Fire, Large Loss: 


West Orange, N. J., Oct. 2, 1957. Q51:254 


Storage, Improper, Influencing Fire 
Spread. Q51:234, 248, 251, 252, 268, 


273, 301, 305 
Storage, Outdoors. See Outdoor Storage 
Storage. See also Warehouses 
Store Fires, Large Loss: 

Clothing and Dry Goods: 

Kansas City, Kans., Jan. 14, 

Q51 :257 
Marion, Ind., Mar. 7, 1957. Q51:263 
St. Joseph, Mo., Jan. 24, 1957. Q51:257 
Department: 

Carbondale, Ill., May 13, 1957. Q51:263 

Freeport, Ill., Jan. 8, 1957. Q51:263 

Glendale, Calif., Mar. 30, 1957. Q51:258 

Jenkintown, Pa., Nov. 3, 1957. Q51:259 

Mad River Twp., Ohio, Dec. 4, 1957. 

Q51:259 

Milford, Conn., Oct. 22, 1957. 

Reedsburg, Wis., Aug. 27, 1957. 

Romulus, Mich., Jan. 6, 1957. 


1957. 


Q51:263 
Q51:258 
O51 :263 


Nr. Tucson, Ariz., Oct. 12, 1957. Q51: 
263 

Wenatchee, Wash., Apr. 3, 1957. Q51: 
263 

Wheeling, W. Va., Sept. 20, 1957. 


Q51:263 
Five Cent to a Dollar: 


Springhill, N.S., Dec. 26, 1957. Q51:260 


Furniture: 
Arkansas City, Kans., Sept. 13, 1957. 
Q51:264 
Augusta, Ga., Dec. 21, 1957. Q51:264 
Colonie Twp., N. Y., Aug. 4, 1957. 
Q51:264 
Los Angeles, Calif., Feb. 12. 1957. 
Q51:264 
McMinnville, Tenn., Dec. 12, 1957. 
Q51:264 


Wichita, Kans., Dec. 15, 1957. Q51:264 


Wilkes-Barre, Pa., Mar. 13, 1957. 
Q51:264 
Hardware: 
Reno, Nev., Aug. 14, 1957. —51:264 


Scottville, Mich., June 9, 1957. 
Jewelry: 
Trenton, N. J., Oct. 27, 1957. Q51:264 
Multiple Occupancy: 
Catskill, N. Y., May 1, 1957. 
Clare, Mich., Jan 17, 1957. Q51:264 
Essex, Md., Aug. 3, 1957. Q51:262 
Fort ‘Vayne, Ind., Feb. 19, 1957. 
264 
Kellogg, Idaho, Dec. 27, 1957. Q51:264 
Lodi, N. J., July 29, 1957. Q51:261 
Long Beach, Calif., July 20,1957. Q51:264 
New Castle, Del., Jan. 25, 1957. Q51:260 
Norfolk, Va., Dec. 24, 1957. Q51.264 
Ormond Beach, Fla., Dec. 12, 1957. 
Q51:264 
Paramus, N. J., Apr. 2, 1957. Q51:264 
Phoenix, Ariz., June 22, 1957. Q51:264 
Reno, Nev., Feb. 5, 1957. Q51:261, 264 


Q51:264 


Q51:264 


Q51: 


Riverside, Mo., Apr. 22, 1957. Q51:264 
Sanford, Fla., Apr. 4, 1957. Q51:264 


San Rafael, Calif., July 29, 1957. 
262 


Somerville, N. J., Feb. 17, 1957. 


Q51: 
Q51:264 


Spokane, Wash., Aug. 19, 1957. Q51:263 
Spokane, Wash., Dec. 12, 1957. Q51:264 


Springfield, Mass., Jan. 16, 1957. Q51: 
260 ‘ 
Tom’s River, N. J., July 29, 1957. 
Q51:264 
Warren, Ohio, Jan. 29, 1957. 
Yardville, N. J., Mar. 7, 1957. 
Restaurants: 
Penndel, Pa., Oct. 27, 1957. Q51:264 
Pittsburgh, Pa., Mar. 11, 1957. Q51:264 
Scranton, Pa., Dec. 8, 1957. Q51:264 


Q51:264 
Q51:264 


Sheffield Twp., Ohio., Jan. 24, 1957. 
Q51:264 

Thetford Mines, P. Q., May 29, 1957. 
Q51:263 


Toronto, Ont., Sept., 27, 1957. Q51:264 

York, Pa., May 29, 1957. Q51:263 
Supermarkets: 

Rockhill Village, Mo., 

Q51:264 

Vineland, N. J., Jan. 23, 1957. 

Warwick, Va., July 1, 1957. 
Stores, Gas Explosions in. 
Study of Gas Explosions, Fires. 
Styrene. Q51:231 
Superhighway Fire Protection. Q51:57 
Sylvania Electric Company. 51:112 


June 26, 1957. 
Q51:264 
Q51:264 
Q51:160 
Q51:160 


T 
Tanker, Fires Involving. Q51:247, 306 
Tar Bucket, Fires Caused by. 51:244 
Tar Paper, Factor in Fire Spread: Q51:268 
Television Set, Fire Caused by: 51:18 
Television Studio Fire, Large Loss: 

Little Rock, Ark., Nov. 1, 1957. Q51:307 
Terminal Warehouses. See Warehouses 
Tester, Spontaneous Heating. Q51:308 
Tests, Fire: 

Building Materials. 

Dwelling. Q51:325 

Palletized Storage. Q51:7 

Thermocouples. Q51:325 

Uranium Scrap. Q51:72 

Water Fog. Q51:325 
Textile Working Fires, Large Loss: 

Cohoes, N. Y., Feb. 1, 1957. Q51:254 

Detroit, Mich., Dec. 16, 1957. Q51:254 


Q51:32, 325 


Los Angeles, Calif., Feb. 11, 1957. Q51:247 
Los Angeles, Calif., Dec. 18, 1957. Q51:254 
New Haven, Conn., Jan. 24, 1957. Q51:254 
New York, N. Y., Mar. 6, 1957. Q51:248 


North Vernon, Ind., Oct. 29, 1957. 
250 
San Francisco, Calif., Jan. 9, 1957. Q51:254 
Schuylkill Haven, Pa., Mar. 7, 1957. 
Q51:248 
Souderton, Pa., Sept. 15, 1957. Q51:250 
Thermocouple, Failure of Responsible 
for Fire. Q51:230 
Thermos Bottle Manufacturing, Large 
Loss Fire. 51:233 


Q51: 
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Thorium. Q51:112, 137-142 
Tire Recapping Fires, Large Loss: 
Columbus, Ga., May 25, 1957. Q51:251 
Russellville, Ark., Feb. 16, 1957. Q51:254 
South Wenatchee, Wash., July 30, 1957. 
Q51:254 
Vancouver, B. C., Nov. 29, 1957. 
Tires. See also Rubber Tires 
Titanium. Q51:123-133 
Torches, Blow, Fires Caused. Q51:286, 288 
Torches, Cutting and Welding, Fires 
Caused by. Q51:149, 211, 232, 235, 
238, 239, 247, 270, 281, 298, 306 
Toxic Fumes, Handicap to Fire Fighting. 
Q51:230, 248 
Training, Fire Fighting. Q51:118 
Transmission Gas Lines, Fires Caused by. 
Q51:175-178 
Trash. See Rubbish 
Trucks, Industrial, Pallets for. Q51:7 
Trucks, Involved in Fires. Q51:273, 295, 
299, 300 
Trucks. See also Apparatus, Vehicles 
Tunnels, Vehicular, Protection. Q51:61 
Turbojet Crash Fires, Tests of. Q51:83 


Q51:254 


U 

Uranium. Q51:69, 137-142, 298 

Uranium Scrap Fire Control. Q51:69 

U. S. Army Engineer Research and De- 
velopment Laboratories. Q51:323 

U. S. National Bureau of Standards, Re- 
search on Fire. 51:325 

Utility Gas Plants, Explosions and Fires 
in. Q51:186, 194 


Vv 


Vacant Building Fires, Large Loss: 


Buffalo, N. Y., Feb. 16, 1957. Q51:307 
Buffalo, N. Y., June 2, 1957. Q51:307 


Rankin, Pa., Dec. 23, 1957. Q51:307 
Vehicles on Highways. Q51:67, 68 
Ventilating Ducts. See Ducis 
Venting, Basement. Q51:105 
Venting, Importance of in 

Q51:104, 281 
Vents, Roof, for Fire and Smoke. 


Buildings. 
Q51:105 


W 
Wall and Ceiling Concealed Spaces Non- 


firestopped. 51:46, 232, 234, 248, 
257, 260, 263, 277, 281, 282, 286, 288, 296, 
298 

Wallboard. Q51:33. See also Fibreboard, 


Paperboard, Plywood 
Walls: See also Construction 
Bulged by Water Soaked Stock. 51:273 
Exterior, Collapse. 51:262, 273, 303 
Fire Division, Effective. Q51:251, 259, 
271, 284, 301, 304 


Fire Division, Lack of. Q51:26, 46, 233, 
234, 235, 257, 262, 263, 267, 269, 271 


Fire Division, Parapet Ineffective. Q51: 
276 
Fire Division, Parapet Lacking. Q51:237, 


259, 272 
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Fire Division, Substandard Q51 :27 
Grease Coated, Factor in Fire Spread. 
Q51:281 
Oil Soaked. See Floors 
Wang, Theodore J. Q51:134 
Warehouse Fires, Large Loss: 
Boat Storage: 
Bolton Landing, N. Y., May 5, 
Q51:274 
Seabrook, Texas, July 9, 1957. 
Building Materials: 
Atlanta, Ga., Mar. 21, 1957. 


1957. 
Q51:267 


Q51:274 


Detroit, Mich., Feb. 13, 1957. Q51:274 
Milhurst, N. J., May 29, 1957. Q51:274 
Patchogue, N. -. Oct. 29, 1957. Q51: 
274 
Cotton Storage: 
Henderson, N. C., Mar. 22, 1957. Q51: 
274 
Humboldt, Tenn., Jan. 16, 1957. Q51: 
274 
Department Store Warehouse: 
Spokane, Wash., Sept. 25, 1957. Q5l1L: 
274 


Drugs Storage: 
St. Louis, Mo., Mar. 2, 1957. 
Electrical Equipment Seca 


Q51:274 


Atlantic City, N. J., Apr. 18,1957. Q5l1: 
274 
Buffalo, N. Y., Jan. 22, 1957. Q51:274 


Centerville, Ia., Mar. 30, 1957. Q51:274 
Cleveland, Ohio, Aug. 21, 1957. Q51:267 


E. Hartford, Conn., Nov. 12,1957. Q51: 
268 
Fairmount, Ind., Oct. 28,1957. Q51:2 
Louisville, Ky., Dec. 17, 1957. Q51:2 
Oakland, Calif., Jan. 23, 1957. Q51:2 
Food and Grocery Warehouses: 
Bridgeport, Conn., May 14, 1957. Q5l1: 


274 
Washington Court House, Ohio, Oct. 25, 
1957. Q51:274 
Furniture Storage: 
Abington, Va., Jan. 26, 1957. 
Harrisburg, Pa., Jan. 12, 1957. 
Grain Elevators: 


Q51:274 
Q51:274 


Chicago, Ill., Jan. 21, 1957. Q51:268 
Fulton, Ore., Aug. 17, 1957. Q51:269 


Kansas City, Kan., Feb. 21, 1957. 
274 
Maddock, N. D., Feb. 20, 1957. 
Nr. Ross. N. D., Oct. 24, 1957. 
Hardware Storage: 
New Sudbury, Ont., July 18, 1957. 
270 
Hay and Seed Storage: 


Q51: 


Q51:274 
Q51:274 


EL Centro, Calif., Nov. 27, 1957. Q5l 
Nn Lathro , Mo., Aug. 3, 1957. Q51:274 
Stockton, Calif., May 15,1957. Q51:274 


Miscellaneous Storage: 


Benwood, W. Va., Aug. 19, 1957. Q51: 
274 

Billings, Mont., Jan. 15, 1957. Q51:274 

Jersey City, N. J., Apr. 16, 1957. Q51: 


271 
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Spokane, Wash., Oct. 13, 1957. 
Springfield, Ill., ‘Nov. 10, 1957. 
St. Paul, Minn., Jan. 14, 1957. 
Toronto, Ont., Apt. 15, 1957. 
Walcott, N. Y., Dec: 30, 1957. 
Office Supplies Warehouse: 
Ottawa, Ont., Jan. 2, 1957. 
Paper Warehouses: 
Cleveland, Ohio, Aug. 7, 1957. 
Elmira, N. Y., Dec. 5, 1957. 
Green Bay, Wis., July 8, 1957. 
Paper Products Storage: 
Akron, Ohio, Oct. 3, 1957. Q51:274 
Leaside, Ont., May 17, 1957. Q51:274 
Petroleum Products Storage: 
Sillery, P. Q., Feb. 12, 1957. 
Wyoming Twp., Mich., Sept. 
Q51:274 
Rags Storage: 
Walpole, Mass., Oct. 29, 1957. Q51:274 
Rubber and Rubber Products Storage: 
Moncton, N. B., Feb. 13, 1957. Q51:274 
South Gate, Calif., Dec. 26, 1957. Q51: 
274 
Terminal Warehouses: 
Berlin, N. H., Apr. 18, 1957. 
Bridgeport, Conn., Dec. 2, 1957. 
274 
Utica, N. Y., Dec. 5, 1957. Q51:274 
Warehouses, Palletized Storage in. Q51:7 
Warehouses, Gas Explosions. Q51:160 
Watchman: See also Detection Delayed 
Satisfactory Performance. Q51:235 
Unsatisfactory Performance. Q51:259, 267, 
271, 276, 296, 298 
Water Fog, Fire Tests. 


Q51 :273 
Q51:2 273 
Q51:2 


Q51:274 
26, 1957. 


Q51:273 
Q51: 


Q51:325 
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Water Supplies: 
Atomic Bomb Defense. 
Private Supply Inadequate. Q51:248, 252, 

269, 278, 296, 298 
Public Supply Inadequate. Q51:234, 236, 
237, 241, 248, 259, 270, 273, 276, 282, 305 

Weather, Handicap. Q51:217, 286 

Weiss, Solomon. Q51:81 

Welding Torches. See Torches, Cutting 

Wind, Effect on Fire. Q51:217, 260, 326 

Windows. See Doors, Windows 

Windows: Dwellings. Q51:19 
Ordinary Glass, Fire Spread 

Q51:235, 259, 267, 296 
Protection Problems. Q51:136 
Wired Glass, Effective. Q51:300 
Wired Glass, Ineffective. Q51:251, 301 

Wood Shingle Roofs. Q51:6, 20, 211, 217 

Woodworking Plant Fires, Large Loss: 
Boat Factories: 

Grand Rapids, Feb. 

Q51:252 
Building Supplies Manufacturing: 

Monclova, O., Oct. 13, 1957. Q51:254 

Neenah, Wis., Apr. 29, 1957. Q51:254 

Palmyra, N. J., Apr. 16, 1957. Q51:254 

Shakopee, Minn., May 13, °57.  Q5i:25: 
Furniture Factories: 

Ft. Smith, Ark., Nov. Q51:254 
Saw and Planing Mills: 

Kennydale, Wash., 

Q51:252 

Giscombe, B. C., Oct. 25, 1957. 

Portland, ‘Ore , Oct. 16, 1957. 

Somers, Mont., June 25, 1957. 


Z 
Q51:137 


Q51:136 


Through. 


Mich., 19, 1957. 


30, 


99 


Sept. 22, 1957. 
Q51:254 

Q51:254 
Q51:254 
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Zirconium. 
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Aer-Vent Service.... AQ 
American District Telegr: aph C ompany 

ADT) 
Ansul Chemical Company 
‘Automatic’ Sprinkler 

America A36 
Blaw-Knox Company, Sprinkler Division... .A12 
Cardox Corporation Inside Front Cover 
Central Station Electrical Protection Associa- 

tion A4 
Central Sration Signals, Inc ie © 
Chicago Bridge & Iron Company... All 
Gamewell Company. . Inside Back Cover, A16 
Grinnell Company, Inc Back Cover 
Gustin-Bacon Manufacturing Company A2l 
Walter Kidde & Company, Inc. A3, Al8 
Kinnear Manufacturing Company A24 
Kuhns Brothers Company A5 
Lexsuco, Incorporated A26 
M & H Valve & Fittings C mp A27 
R. C. Mahon Company. Al7 
Charles E. Manning C ee A28 
National Foam System, Inc.. Alo 
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of 
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Pittsburgh-Des Moines Steel Company.. . Alg 
Pyrene — C-O-Two Division, The Fyr-Fyter 
Company 
Pvrotronics, 
Inc. 
Raisler Corporation, Raisler Sprinkler Divi- 
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Reeve Electrical Company, Inc. 
Reliable Automatic Sprinkler Company. . 
Rockwood Sprinkler Company... 
Shand and Jurs Company. . 
Star Sprinkler Corporation 
Tokheim Corporation, General Products Divi- 
sion. 
Van Loon Industries 
Van-Packer Company, 
kote Company. 
Vapor Recovery Systems Company . 
Victaulic Company of America. . 
Viking Corporation. . en 
Vonnegut Hardware Cc ompany, Von Duprin 
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